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APPROVED BY EB/OCA/CD:REDAY 
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TO AMEMBASSY KUALA LUMPUR 
INFO AMCONSUL LAHORE 


LIMITED OFFICIAL USE STATE 213456 
E.O. 11652: NA 
TAGS: BEXP, MY 

SUBJECT: PRODUCT OPPOUTUNITY - ELECTRICAL POWER CONTROL 
REF: LAHORE 1077 

1 . REFTEL REPORTED THAT CHAIRMAN OF PAKISTAN WATER AND 

POWER DEVELOP;ENT AUTHORITY (WAPDA) UNDERSTANDS THAT POWER 
CONTROL SYSTEM IN MALAYSIA IS THE BEST IN ASIA BUT MFR. 

IS UNKNOWN. 

2. IF EQUIPMENT IS U.S. ORIGIN AMCONSUL WOULD SUGGEST A 
STOP OVER VISIT BY WAPDA CHAIRMAN IN CONNECTION WITH TRIP 
TO U.S. POWER CONTROL FACILITIES. 

3. STRATEGIC INDUSTRIAL PRODUCT SALES GROUP (SIPS/USDOC) 
BELIEVES EQUIPMENT MAY BE SWEDISH. PLEASE ADVISE SIPS 
AND AMCONSUL LAHORE OF FINDING. KISSINGER 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: SmithRJ 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE213456 

Document Source: CORE 

Document Unique ID: 00 

Drafter : B I C/OE D/S I PS/F EC ROS LE Y/SG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760328-0971 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 976081 1/aaaaajal. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 LAHORE 1077 

Review Action: RELEASED, APPROVED 

Review Authority: SmithRJ 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUN 2004 by buchant0>; APPROVED <24 SEP 2004 by SmithRJ> 

Review Markings: 
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04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPOUTUNITY - ELECTRICAL POWER CONTROL 
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